1004-LOGAN  TEMPLE,  LOGAN,  UTAH, 
was  the  second  Temple  to  be  completed  in  Utah 
by  the  Church  of  Jesus  Christ  of  Latter-day 
Saints.  The  corner  stone  was  laid  September  17, 
1877,  and  the  building  was  finished  and  dedi- 
cated May  17,  1884,  at  a  total  cost  of  about 
$608,000.  The  materials  of  construction  were 
hewn  and  quarried  from  the  nearby  mountains 
of  Cache  Valley. 
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